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Health Certificate Aeron È iaaa bgi 


Novel Coronavirus test 2019 Aail) Lig ogli iaa Gen 


This certificate has been granted to the person upon their personal ia iyi GIO, Si) Le ie pli agd ous Ti ai aw 
request to whom it may concern and MOH is not responsible for any ailli deat 


pee 


consequences resulting from this 


Full Name | KIM DONGJIN Jats) au 


Gender - Age Male -37 Jal- 


Registration No. 182746 aubuil! a 


Passport / ID No. M02302663 Ady xl) iät 5) gall ad 


Sample Collection Time Dec-28-2022 iasol adtion! ob g 


Nationality KOR paill 


A negative result does not mean not suffering from Covid 19 disease åa siilj Lain Alge 6) 19 Å Gr pas Aay] ad oii Y iuad Aa cil} 
or its consequences, while a positive result means effective infection Batocall Lig iS Cuig lds ALa (ya pally Atleast} uay cii iia gall , 
with the disease and infection with the emerging SARS-Cov.19, pall gl anall gaai ga ia pall Gey still g Ayal) Állati Jor) a 
medical examination and patient medical history must be correlated 


SWAB test (2019-nCoV) (2019-nCOV) 424 yaad 
2 yal laad ai ab ode} gaiid dace ol S93 
(Covid-19) 444: ( real time-PCR ) 
AMS aual dosti gas 


WE CERTIFY THAT A SWAB from THIS PERSON 
is tested for COVID-19 BY (real time-PCR) , 
Result interpretation is 


Positive lac 


NO 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen ,and the concentration 
was lower than the sensitivity of the kit 


scan the Qr code by mobile camera app to check report validity aS J gS ewe ae GS yy Äi iaa Cpe iail 5 palsi) ighas aiia 


Travel date changes is not out responsibility Uid gura id jinl) S | ga a AWI 


Director fe ee ; Prae Bt Authorization 


HUSSAIN HAFEDH ALOMRAN 


M.sc. Microbiologist & Immunity 
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